Message 


From: 

Sent: 

To: 

Subject: 

Attachments: 


Corbett, Kate (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MASSMAIL- 
01/CN=RECIPIENTS/CN=KATE. CORBETT] 

5/11/2012 2:59:25 PM 

O'Neill, Jesse (EAS) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=Jesse.ONeill] 



Attached is the info you requested. Let me know if you need any additional info. 

Thanks, 

Kate Corbett 
Chemist I! 

Drug Analysis Lab 
Dept of Public Health 
305 South St. 

Jamaica Plain, MA 02130 
phone (617) 983-6632 
fax (617) 983-6625 


From: O'Neill, Jesse (EAS) 

Sent: Monday, May 07, 2012 4:31 PM 
To: CorbettJCat^DPH^^^^^^^^ 

Subject: 

Ms. Corbett: 

Could I please have a copy of the case file at your for This 

case is next scheduled for a motion hearing in the Lawrence District Court on May 25. Please let me know if you need 
any additional information. 

Thank you, 

Jesse O'Neill 

Assistant District Attorney 

Essex District Attorney's Office 

Fenton Judicial Center 

Two Appleton Street, Lower Level 

Lawrence, MA 01840-1525 

Phone: (978) 683-4300 x7021 

Fax: (978) 794-9127 

E-mail: Jesse.ONeill@massmail.state.ma.us 


The preceding email message (including any attachments) contains information that may be confidential, may be protected by the 
attorney-client or other applicable privileges, or may constitute non-public information. It is intended to be conveyed only to the 
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designated recipient(s) named above. If you are not an intended recipient of this message, please notify the sender by replying to 
this message and then delete all copies of it from your computer system. Any use, dissemination, distribution, or reproduction of 
this message by unintended recipients is not authorized and may be unlawful. 
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